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Abiodegradation 
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Response 
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Transverse 
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Prefix 
Recommendation 
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Depletion 


Decomposers 


2020-21 


steqafid ata 
aaga 
gar APA 


afata 
e feuifirit wsit 


Decomposition 
Indigestion 
Reduction 
Impurity 
Detergent 
Refract 
Refraction 
Refractive index 
Refracted ray 
Waste 
Diverging 
Opaque 
Dialysis 
Recessive traits 
Design 
Reactant 
Activity 

Eye lens 
Characteristic 
Converging 
Acidified 
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Rudimentary eye 
Precipitate 
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Earlobe 

Vitreous humour 

Corneal blindness 

Vegetative 
propagation 

Fermentation 

Crystalline lens 

Malfunction 

Alveoli 

Calcium 

Cobalt 

Shell 

Glomerulus 


Chlorine 


Damage 
Damaged 
Decay 
Alkali 
Alkaline 


Intestine 
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Uterus 
Cluster 
Properties 
Anus 
Oesophagus 
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Chromosome 


Spherical mirror 


Smell receptor 


Cycle 
Tetravalent 
Glitter 
Sparkle 
Spectacles 
Conductor 
Depict 
Magnetisation 


Magnetic field 
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Magnetic 


Resonance 
Imaging (MRI) 
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Sprinkler 


Rust 

Gastric gland 
Gastric juice 
Reproduction 
Presbyopia 
Aquarium 

Rabies 

Glow 

Irritation 
Aqueous solution 
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Hydrophobic 


Hydro power 
plant 


Reservoir 
Speciation 
Tongue 
Organism 
Fossil 
Fossil fuel 
Biological 
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Biocatalyst 
Biodegradation 
Life process 
Biomass 
Tides 
Tidal Energy 
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Nerve 
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Axon 
Technique 
Element 
Meningitis 
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Wave Energy 
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Thermal power 
plant 
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'Three-dimensional 
Triad 
Radius 
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Efficiency 


Right hand 
thumb rule 


Mirror 
Combustion 
Granulated 
Stakeholder 
Commutation 
Magnetic compass 
Magnetic needle 
Direct current 
Villi 
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Myopia 

Far point 

Optic nerve 
Rigid structure 
Field of view 
Retina 

Aperture 
Binary fission 
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Dendrite 


Artery 

Tetanus 

Metallic 

Current rating 
Rheostat 
Current carrying 


Pole 


Renewable 
Seedling 
Nuclear 
Nuclear reactor 
Neon 
Hypermetropia 
Near point 
Niche 

Nickel 
Emergent ray 
Eye 

Eyeball 
Aqueous humour 
Lemon juice 
Ventricle 
Fertilisation 
Interference 
Extraction 
Calcination 


Filtration 


Petal 
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Ciliary muscles 
Substance 
Atomic mass 
Atomic number 
Atomic size 
Pollen grain 
Pollination 
Anther 

Cross pollination 
Reflection 
Reflected ray 
Osmosis 
Calculation 
Splitting 
Phenomenon 
Iris 
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Circuit 
Convention 
Variants 
Development 
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Appendix 
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Sophisticated 
Environment 
Wind 
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Hind brain 
Digestion 
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Transmission 
Transparent 
Eco system 
Loop 

Ecological 
Eco-system 
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Gallbladder 

Bile juice 
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Feedback 
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Reabsorption 
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Photosynthesis 
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Copies 
Image 
Antibiotics 
Symbol 
Resistance 
Antiseptic 
Resistivity 
Reflex action 
Reflex arc 
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Alternating 
current 
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Management 
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Cerebrum 
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Parameter 
Natural selection 
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Multicellular 
Multiple fission 
Sterile flower 
Sepal 
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Ovule 

Spore 
Effervescence 
Starvation 
Bubble 
Colon 
Barium 
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Geothermal 
energy 
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Earth crust 
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Midbrain 
Xerophyte 
Tarnish 
Brain 
Encephalitis 
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Aorta 
Vena cava 


Ocean thermal 
Energy 


Carnivore 
Human eye 
Milk of magnesia 
Alloy 

Micelles 
Budding 
Principal axis 
Principal focus 
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Short circuit 
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Salivary gland 
Saliva 

Sex determination 
Sex chromosome 
Lithium 

Lens 
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Rancidity 
Denature 
Fusion 
Turbulent 
Variation 
Angle of deviation 
Deviation 
Distribution 
Electricity 
Electrolysis 
Electric iron 
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generator 
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Electromagnetic 
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Electric current 
Electric meter 
Electric motor 
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Insulation 
Insulator 
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Dissociation 
reaction 


Disfigurement 
Solution 
Heterotroph 
Diffraction 
Enlarged 
Hot spots 
Displacement 
Displacement 
Electrovalent 
compound 
Global warming 
Electrical 
Kidney 
Nephron 
Growth 
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Surgery 
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Concentration 
Organisation 
Corrosion 
Harvesting 
Ingredient 
Progeny 
Saturation 
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Joint 
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development 
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Accommodation 
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Fusion 
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Vascular Bundle 
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Resource 
Approximate 
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Population 


Homologous 
series 


Impact 
Exhaustible 
Equation 
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Distinct 
Least distance 
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Micro organism 
Micro-evolution 
Indicator 
Formula 
Solar cooker 
Solar water heater 
Solar cell 
Solar constant 
Sodium 
Coagulation 
Strontium 
Spectrum 
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